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PORT  OF  MILL  0  M. 


Annual  Report  for  1945. 


Number  inspected* 

By  the  By  the 

Medical  Sanitary 

Officer  of  Inspector. 
Health. 


1 .  TABLE 


Number 
reported 
to  be 

defective . 


Number  of  Number  of  vessels 

vessels  on  reported  as  having, 

which  defects  or  having  had,  during 

were  remedied.  the  voyage  infectious 

disease  on  board. 


NIL.  NIL.  NIL.  NIL. 


NIL. 


11.  CHARACTER  OF  TRADE  OF  PORT. 

The  Port  was  not  used  at  all  during  the  year. 

111.  WATER  SUPPLY. 

This  is  from  the  Townfs  supply  and  is  satisfactory. 


IV,  PORT  SANITARY  REGULATIONS.  1955. 
Nothing  was  done  under  these  regulations. 


V.  MEASURES  AGAINST  RODENTS. 

There  was  no  evidence  of  rodents  at  this  port  and  no  action 

was  taken. 


VI.  FOOD  INSPECTION. 


No  food  is  imported.  The  Shell  Fish  Regulations  remain 


in  force. 


MEDICAL  OFFICER  OF  HEALTH. 


Health  Department, 
Council  Offices, 
MILLOM , 

Cumberland . 


13th  April,  1944 


